CATHEDRAL  SQUARE 

Superior    Ave.,    from    East   Ninth    to    East    12th  Sts. 

Cleveland  14,  Ohio 
The  Cathedral  of  St.  John  the  Evangelist  was 
built  by  Bishop  Amadeus  Rappe  and  dedicated 
on  Nov.  1,  1852.  The  Cathedral  was  rebuilt  and 
enlarged  by  Archbishop  Edward  F.  Hoban,  and 
consecrated  on  Sept.  6,  1948.  It  follows  the  French 
Gothic  lines  of  the  original.  The  entire  Cathedral 
Square  —  Cathedral,  Rectory,  Chancery  Building 
and  St.  John  College  —  is  constructed  of  harmoniz- 
ing  Tennessee  Crab  Orchard  Stone. 
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